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8 /035/60/000 /007/004 /018 
A001/A001 


Translation fromg Referativnyy zhurnal, Astronomiya 1 Geodeziya, 1960, No, 7, 
pp. 34-35, # 6152 


AUTHOR: Bystrova, N.Y. 
\4 
TITLE; Di? ferential Determination of Stellar Images Tremor 


PERIODICAL: Tr, Seveansnantye po issled, mertsaniya zvezd, 1958, Moscow-Lenin- 


grad, AN SSSH, 1059, pp, 155-164, trscus. 161-182 | 


TEXT: In 1957-1958 observations of star images tremor were carried out at 
Pulkovo, employing the Couder method (Couder A.) which excludes the vibration of 

an instrument, Bifurcated trails of stars were photographed in the 10-m focus 

of a 2X0.cm A3T-7 (AZT-7) telescope by means of an entr&nce diaphragm with two va 
apertures: carrying weakly deflecting prisms, Separation between the two components — 
of the trail was 1.2 mm, Diameter of the diaphragm apertures was 60 mm, The speed 

of motion of a stellar image over the plate was-1,46cos mm/sec, For 98 trails, 
obtained during 22 nights, were measured separations between the components of the 
trail in intervals of 0,2, 0.1 and 0.05, Dispersion of separations between the 
components was calculated, and using this value, the root-mean-square amplitude 
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of tremor of one component of the trail & x, free of the telescope vibration, The 
Oy-value varies within the range of 0.21-0'65 and on the average is equal to 035, 
This value of 6 x i8 somewhat less thar those obtained by other observatories by 

an analogous method, The O”,,-values were correlated with the quality of images 
estimated with a 20-cm telescope without a diaphragm, The relation between 6 oe 

and zenith distance was investigated, A starting expression for this was the 
following; 0, = & . (secZ)® The values of ovwere determined from pairs of stars 
the times of photographing of which differed by not-more than one hour, These J 
values were found to be within the range of O ~ 40.5, The distribution of 
fluctuations over durations and their amplitudes for the 60_mm objective aperture ~ 
was obtained from the singulary trails, The question of the share of common 
fluctuations in double trails was analyzed, No correlation of 6 , with mete. 
orological conditions at the ground layer and with the year season was discovered, 


A.N. Demidova 


Translator's note: This is the full translation of the original Russian abstract, 
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DEHIDOVA, A-N.; BYSTROVA, HB. V. 


Photoelectric determination of the aise of stellar image. Izv. 
GAO 21 no.6:12-29 "60. ; (MIRA 13:9) 
(Stars—~Photographic measurments) 


APPROVED FOR RELEASE: 06/09/2000 CIA-RDP86-00513R000307930002-7" 


"APPROVED FOR RELEASE: 06/09/2000 CIA-RDP86-00513R000307930002-7 


8/035/61/000/010/006 /o34 | 
3,5/6O A001/A101 | 
AUTHOR: _ Bystrova, NV __ 
TITLE: Results of determining atmospheric turbulence by the Couder-Stroem- 


gren method at Pulkovo in 1957 - 1958 


PERIODICAL: Referativnyy zhurnal, Astronomiya 1 Geodeziya, no, 10, 1961, 33, ab- 
— stract 10A250 ("Izv, G1. astron., observ, v Pulkove", 1960, v, 21, 
no. 6, 38-5Y,-Engl. summary) : 


TEXT; The author describes the set-up and results of observations at Pul- 

Kovo on turbulence of the atmosphere by the method of Couder-Stroemgren, The ob- 
servations were conducted with a 20-cm meniscus telescope A3T -7 (AZT-7), Split 
tracks of stars were obtained on the photoplate by means of a diaphragm with two 
apertures and small deflecting prisms in front of them, mounted on the telescope 
objective end, A change in the separation between the tracks with passage of 

time characterizes the magnitude of tremors free of instrument oscillations, 

The results of measuring 98 tracks of 15 stars are compared with the visual esti- 4 
mate of images according to the Danjon and Couder scale, with meteorological data 
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and zenith distances of the stars, The tremors of stellar images at Pulkovo 
turned: out to be a little smaller than in Sweden and_Denmark, The observational 
results are presented in 7 tables and 4 diagrams, There are 1} references, 


T. Derviz i. 


[Abstracter' s note: Complete translation] 


‘ 
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AUTHORS: _ Pystrova, N. V., Demidova, A, N, 
os renrnaco  T 


TITLE: Location of atmospheric non-uniformities deforming the solar limb 


during clear and cloudy days 


PERIODICAL: Referativnyy zhurnal, Astronomiya i Geodeziya, no. 6, 1962, 52, 
abstract 6A391 {"Solnechnyye dannyye", 1961, no, 3, 73) 


TEXT: Turbulent layers in the Earth's atmosphere are located, most often, 


at an altitude of 1 ~- 2 km and below, independent of the presence or absence of 
clouds at this altitude. They can be detected by day during observations of 


deformations in the Sun's limb. 


[Abstracter's note: Complete translation] 
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$/169/62/000/004/033/103 
BESO D228/D302 


AUTHORS : Bystrova, N. V., Demidova, A. N. and Lazareva, NiA. 
ened 

PTITLin: he jump of the air refraction index in the optical 
range at the peplopause level 


PERIODICAL: Referativnyy zhurnal, Geofizika, no. 4, 1962, 25, ab- 
stract 4B165 (Solnechnyye dannyye, no. 8, 1961,77-78) 


TEXT: The heights of the atmospheric layer with a refraction in- 
dex, differing from that of the surrounding air, were determined 
from observations on the set displacement of the deformations of 
the sun's rim. Comparison with the data of temperature-wind sound- 
ing showed that the heights of the layer with an anomalous index 
of refraction correlate well with those of the boundary layer. 

/ Avstracter's note: Complete translation. 7 


_ Card 1/1 


APPROVED FOR RELEASE: 06/09/2000 CIA-RDP86-00513R000307930002-7" 


"APPROVED FOR RELEASE: 06/09/2000 CIA-RDP86-00513R000307930002-7 


f 8/035/62/060/005/042/098 
% A055/A101 

AUTHORS: Bystrova, N. V., Demidova, A. N, 

TITLE: ° The scale for estimating the quality of the image of the Sun 


PERIODICAL: Referativnyy zhurnal, Astronomiya i Geodeziya, no. 5, 1962, 47, 
abstract 5A358 ("Solnechnyye dannyye", 1960 (1961), no. 11, 78-79) 


TEXT: A five-point scale, calibrated by Danjon, exists for the estimate 
of the quality of star images. An analogous scale is suggested by the authors 
for the estimate of the images of the Sun. The outer appearance of the spot 


penumbra filaments is used as a criterion, since their width does not exceed the 
width of the line diffraction image in a telescope. The scale is calibrated oy 
referring to stars; for this purpose, photographs of & Lyrae and of the Sun. 
were taken, practically simultaneously, with the meniscus telescope of Pulkovo., | 
4 description is given of the filament aspect corresponding to each point of the 
scale, 


‘ : R, Teplitskaya 
[Abstracter's note: ‘Complete translation] 
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: oe | 0233 
$/389/2/000/007/087/149 
G.9 300 . D228/D307 
AUTHORS: Bystrova, N._V. and Demidova, A. N. 
TITLE: Possibility of using solar observations in investigat- 
ing long-range tropospheric ultrashort-wave propaga- 
tion : : , 


PERIODICAL: Referativnyy zhurnal, Geofizika, no. 7, 1962, 10-11, 
abstract 7B57 (Solnec yye dannyye, no. 12, 1961 
(1962), 77-78) . 


TEXT: Attention is attracted by the fact that the Slightly eleva- 
ted layers, detected with sudden refractive-index changes in tropo- 
Spheric ‘USW-propagation research and in optical observations of the 
sun's disc, have the same heights above the ground surface (about 
0.3 ~ 3.0 km). It is Supposed that the appearance of these layers 
is independent of the presence or absence of visible clouds. The 
average thickness of the layers is 30 m. It is recommended that 
Simultaneous observations should be made in optical and ultrashort- 
-Wave ranges to establish the identity of the detected layers. When 
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Possibisity of using ... D228/D307 ; 


there is correlation between the optical and the tropospheric ob-~ Xx 


a number of sublayers). The methodical 
Abstracter's note: 


ee 
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$/635/62/000/603/013/053 


= eho) A001/A10 
AUTHORS : Bystrova, N. V., Demidova, A, N. 
TITLE: The effect of atmosphere turbulence on the solar image 


PERIODICAL: Referativnyy zhurnal, Astronomiya i Geodeziya, no. 3, 1962, 53, 
abstract 3A391 ("Izv. Gl. Astron, observ. v Puikove", 1961, v. 22, 
no, 4, 89-98, English summary) 


TEXT: Observations, mainly visual, of various manifestations of atmos- 

pheric turtilence effect on the solar image were carried out at Pulkovo with a ‘ 
20-em meniscus telescope with a plane-parallel glass aluminum-coated filter of we 
the same size in the 10-m equivalent focus, The results of simultaneous observa-~ ‘ 
tions with this instrument of “ Lyr and the Sun with exit pupils of 1 and 0.4 mn 

are presented, A certain form of penumbra filaments of sunspots corresponds, 

according to Danjon, to every estimate of the quality of star image, . The magnai- 

tudes of star tremor and shift of the solar surface section adjacent to the 

edge with a ~9'-chord were estimated from the ocular cross lines and proved to 

be approximately equal. A conclusion was drawn that the upper boundary of 

location of corresponding non-homogeneities is at an altitude of ~ 100 m. 
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determined by means of a guide (D = 50 mm) in projection on the sereen, the ans 
time of passage is estimated, and the azimuths of this displacement are calculatai, 
Using velocities and directions of the wind, the time is calculated which non- 
homogeneities would take for the transit across the Sun's disk in a horizontal 
layer at various altitudes, A comparison of the observed azimuth and time with 
those caleulated from meteorological data makes it possible to determine the 
altitudes of non-homogeneities, There are 15 references, 


Position angles of shift direction of non-homogeneities over the solar edge are a 


\ 


. 


From authors! summary 


[Abstracter's note: Complete translation] 
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RYZEKOY , N.F.; YEGOROVA, T.M.; GOSACHINSKIY, I.V.; BYSTROVA, N.Y, 
Attegpt to observe radio emission of Seki-Lines! comet (1942e). 
Astreu.tsir. no.231:6-8 N '62, (MIRA 1624) 
1. Glavnaya astronomicheskaya observatoriya AN SSSR, 

(Comets—-1962) (Radio astronomy) 
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DEMIDOVA, A.N.; BYSTROVA, N.V. 


Height of atmospheric layers distorting the moon's limb, Astron.tsir. 
N0.o231:26 N "62. (MIRA 16¢4) 


1. Glavnaya astronomicheskaya observatoriya AN SSSR, 
(Moon—-Observations) (Atmosphere, Upper) 
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DEMIDOVA, A.N.; BYSTROVA, N.V. 


ee aaa 
Star scintillation and lilgb deformations of extended celestial bodies. 
Astron.tsir. no.232:12-13 D 162, (MERA 16:4) 


1. Glavnaya astronomicheskaya observatoriya AN SSSR, 
(Stare—Scintillation) (Moon—Observations) 
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rc 
BYSTROVA, N.V.; GOSACHINSKIY, I.V.; YEGOROVA, T.M.; RYZHKOV, N.F. 
ES CPI tet mace oe 3 


¢ 
Neutral hydrogen in the direction of nebula NGC 6618 (Ome x 
tsir. no.244:1-4 My 163, ae oy 
1. Glavnaya astronomicheskaya observatoriya AN SSSR, 
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BYSTROVA, N.V.; GOSACHINSKIY, I.V.; YEGOROVA, T.M.; RYZHKOV, N.F. 
High-resolution observations of radiosources W 44 and W 28 on 
the 21 cm. wavelength. Astron.tsir. no.269:1-3 N '63, 


(MIRA 17:4) 
1. Glavnaya astronomicheskaya observatoriya AN SSSR, Pulkovo, 


an | 
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Seescinetiys ie ve Wei Yesorore, T. Ms yanor, Ne P. 


+ Nos 269, 2 20 noyabrya, 1963, 1-3 


radio me supernova a explosion, redio source, cosmic radio. oo 


Observations. were made of two. proposed: Feunants of ‘supernova. espige et 
ns: e ald-of an antenna having an angle resolution of 7' in one coordinate, — 
t was: founi ‘that. the model in which -the ‘Source eft 
The distance tc these 
Two new sources were 


APPROVED FOR RELEASE: 06/09/2000 CIA-RDP86-00513R000307930002-7" 


"APPROVED FOR RELEASE: 06/09/2000 sai cle ec Ae 


ACCESSION NR: AT4012205 8/2797 /63/023/002/0115/0117 
AUTHOR: Demidova, A. N.; By*strova, N. V, 


TENT ena ab ny ESE 


TITLE: Observation of the lunar limb and the motion of shadow band patterns 
SOURCE: Pulkovo, Astron, observ. Izvestiya, v, 23, no, 2(173), 1963, 115-117 


TOPIC TAGS: astronomy, moon, lunar limb, moon shadow, moon shadow band, moon 
libration 


ABSTRACT: It is possible to calculate the heights of various layers of the atmosphere from 
the deformation of the edge of the sun, This method was used in 1961-1962 at the Pulkovo 
Observatory to calculate the heights of various layers at night through observation of the 
motion of shadows of the edge of the moon.: For this purpose a telescope with a 110 mm 
disk, F=1300 mm was used, which covered the entire face of the moon. Observations were 
made of the movement of shadows on the deformed moon limb, . The observed angle of the 
shadows was compared with a detailed map of the moon axel, The maximum chanpe, be« 
cause of the libration, was approximately 5°. By knowing the speed and direction of the 
motion of the atmosphere at various heights, it was possible to calculate ine passage of 
the moon edge for each layer. From the difference between the calculated and observed 
value of the azimuth, the heights of the atmosphore layers were found, Orig. ert. has: 


2 figures. Gard 4/2. 
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' ACCESSION NR: AT4012205 
ASSOCIA’ : i | 
SATION: Astronomicheskaya observatoriya, Pulkovo (Astronomical Observatory) 
SUBMITTED; ae ‘ 
— 00 DATE ACQ: 27Feb64 ENCL: 00 


SUB C : 
ODE: AA NO REF SOV: 002 . OTHER: 003 
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$/033/63/040/001/003/016 


E032/E514 
AUTHORS: Ryzhkova, N.F.,. Yegorova, T.M., Gosachinskiy, I.V. 
i tats ‘and’ By's'trova, N. Visa, 
é PO maa 
TITLE: Absorption of radiation due to the Ara source 


by neutral interstellar hydrogen 
PERIODICAL: Astronomicheskiy zhurnal, v.40, no.l, 1963, 17-22 


TEXT: The large Pulkovo radiotelescope was used in 1961 to 

record the continuous spectrum of Sag-A at 21 cm. The beamwidth 

at half-power points of this telescope was 0.14° and 5° in the i 
horizontal and vertical planes, respectively. The bandwidth of 4° 

the receiver was 1.5 Mc/s. The average transit curves for Sag-A COE, 
exhibit the structural details noted by Drake (Nat. Rad. Astron. Obs, ~ 
USA, Aun.report; 2, 1959). A receiver with a bandwidth of 80 kc/s. 

was used to investigate the absorption of Sag-A emission by 


neutral hydrogen in the neighbourhood of the sun and in the vie 
expanding spiral arm at 3 kpe from the centre of the Galaxy casi 
(v = -53 km/s). All the components of the source undergo roughly 


the same absorption by hydrogen in the vicinity of the sun. The 
radiation from the south-western part of Drake's ring 
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Absorption of radiation due ... S/033/63/040/001/003/016 
E032/E514 
= h,4.m,sec = 29° . : 
(21 959 = 17 4172 ; 81950 = -29°30') is not apparently subject 


to absorption in the spiral arm. There are 3 figures. iY 
ASSOCIATION: Glavnaya astronomicheskaya observatoriya Akademii 
nauk SSSR 
(Main Astronomical Observatory of the Academy of 
Sciences USSR) 


SUUMITTED : February 26, 1962 
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RYZHKOV, 3 YEGOROVA, T.M.; GOSACHINSKIY, I.V.; _BYSTROVA , RY. 


Observaticns of the galactic center in the continuous spectrum 


at 1420 me/s frequency-and- iii the Hewtembebydrogen line. Izv. GAO 
23 no.3:3-8 '64, 


Calibration observations of some radio emission sources at 


1420 me/s frequency. Ibid.:25-30 
(MIRA 17:11) 
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BYSTAOVA, TLV.3 GOSACHINSKIY, 1.V.; YEGOROVA, Tun 


Surergyecgyts 
03 bein’, 


Rant Herd rcs : : pr a 

neutral hydrogen in the region of Omega nebula EGG coi, fav. GAG 
3 MooS:1t-115 tés, 
Fine structure cf radio sources 43 and W51 from oboervaetions 
mon ; : : ; : M thaeto Mmbathito 
with high angular resolving power. Ibid.:21€-120 té&, 


(MIRA 27:13) 
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BYSTROVA, N.V.; GOSACHINSKIY, i.V.; YEGOROVA, T.M.; RYZHKOV, NAF. 


Right ascensions and climensions of, and fluxes from, scme 
discrete radio scurces observed at a wavelength of 2] cm, 
Tzv. GAO 24 no.1:73~76 '64, (MIRA 18:3) 
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ae NR A o03T0e Sy Be ss SOURCE CQDE: 18/00011/657/000/00070030/0031 | 


| TITLE: - the effects of atmospheric disturbances on an image of extended celestial 
sources - ii aa2 . ce 
SOURCE: AN SSSR, Astronomicheakiy | pyet. Opticheskaya nestabil'nost! zemnoy 


atmosfery (Optical instability of tha earth's atmosphere). Moscow, Izd-vo Nauka, 
1965, 3031 . ; 


TOPIC TAGS: atmospheric disturbance, atmospheric atratification, scintillation, 
cdtbmo tie, Slfacetorn - . 

ABSTRACT: This'article lists some conclusions drawn from previously published 
discussions by the authors (Soln, danmyye, No, Li, 1960; Iav. GAO, No. 169, 89, 1961) 
concerning a method for determining the height of atmospheric layers causing disturb- 
ance of images of extended celestial. sources, Daytime observations show that 
atmospheric layers deforming the image of the sun's border occur at heights of 0,3 

to 2.5 km, the average boing 1.5 ka. Nighttime observations of the moon's edge show 
the disturbing layer to occur at heights of 1.5 to 9 km, the average being 4.5 kn, 


as determined by observing the edge 
of the sun, occur at the sam 
refractive indi.ces 
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propagation of ultra-short radio = oie ; “25 
2 ’ W - ' 
disturbing layers independent of rhea Common features are the existence of 
- i 


possible relations Pree OF absence of visib i 
stars is caused to duvarsion layers, T £9 Clouds and the 


!stronony 12, SS 
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i L h6879-66 EWT(1) _Gu/ws~2 

y [ACC NR pr6o1628s SOURCE CODE: uR/0269/66/000/001/0043/0043 | 
Ry S7 j 
a AUTHORS : Bystrova, N. V. 3 Gosachinskiy, I. V.; Yegorova, T. M.; Ryzhkov, N, F. B 

i TT ecg pomenmemenens 

é TITLE: Radio observations of three postulated romainders of type II supernova” 

b outbursts 


SOURCE: Ref, zh, Astronomiya, Abs. 1.51.353 
REF SOURCE: Izv, Gl. astron. observ. v Pulkove, v. 24, no. 2, 1965, 202-206 


TOPIC TAGS: supernova, radio telescope, cosmic radio source, centimeter Wave, 
thin shell structure 


ABSTRACT: The results of observations with the large Pulkovo radio eisicoen ce 
prolonged nonthermal radio sources W 44, W 28, and W 14 are given. The dimensions . 
of the directivity patterns at the declination of the sources are 7' X 19,5; 7! x 
4°.5; and 7' X 0°.8, respectively, for a 2l-cm wave, The luminosity distribution 
for the sources in a continuous spectrum does not agree with a three-dimensional 
model in the form of a spherically symmetric thin shell. Transmission curves at 
certain frequencies of the profile of the radio line of neutral hydrogen are given. 
An estimate of the possible upper limjt of the distance to the sources is mado, 
Bibliography of 19 citations, Resumé /franslation of abstract/ 
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AUTHOR; Bystrova, N. V.; Gosachinskiy, I. V.; Yegorova, T, M.; Ryzhkov, 
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TITLE: Attempt to observe the hydrogen radio-frequency spectral line at the 
1424, 736 me frequency in the Horseshoe and Orion Ori nebulae 


SOURCE: Ref. ‘zh, Astronomiya, Abs, 9.51, 380 
t : ‘ si 
REF SOURCE: ‘Astron. tsirkulyar, no, 355, fevr. 11, 1966, 2-3 


i 
| TOPIC TAGS: hydrogen line, nebula, Herseshse=nebula, Geiomeszuia: 11) 
Ones en , C0 Brin, NMdio Cmpredisnw 
ABSTRACT: Investigations of excited hydrogen radio-frequency spectral lines have 
been continuing at the Pulkovo Observatory. The RMS of measurement error of 
+ 0. 25 km/sec is found to be lower than that of the errors determined by the 
profile of the line, Omega and Orion nebulae were observed in October and 
November 1965, Profiles were obtained of the absorption lines in these nebulae, |— 
aS well as of the emission line detected in the direction of the galactic center, 
t a 
The ratio of maximum intensity in the line to the continuous spectrum intensity, | 
line widths at the half-power points, the nebula velocity determined on the basis of i 


| 
Zeal UDC; 523. 164.4 | 
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| 
| the maximum and of the center of 
i 
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ravi i 
and Orion, The mean Riedie ic gravity of the line, were calculated for Omega 


adiation line is narrow, Av=(270+70) ke. 
s 


and is formed i 8 
frvaneiitae ea ser Compact region moving at a velocity of -(10+1) km/sec, 
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BYSTROV, A.A.; BYSTROVA, 0.M.; SAPREYEVA. K.A nig 
eM, «A., otvetstve redaktor; 
RADEI . Keke; tekhnicheskiy redaktor vt 


[he operation of nine 

r piston compressor installations] Ekspluata~ 
Liars rudnichnykh porshnevykh kompressornykh ustanovok, Moskva, 
eletekhisdat, 1954. 462 p. [Microfilm] 


(Air compressors) (Mining nachinery ) 
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AUTHORS: Bystrova, R. I., Zinov'yev, Yu. Me, SOV /79-29-6-68/72 
Soborovakiy, L. Z. 
TITLE: - Synthesis of Organo-phosphoric Compounds From Hydrocarbons and 


Their Derivatives (Sintez fosfororganicheskikh soyedineniy iz 
uglevodorodov i ikh proizvodnykh). XI. Oxidizing Chlorophosphi- 
nation of Nitriles (XI. Okislitel'noye khlorfosfinirovaniye 
nitrilov) 


PERIODICAL: Zhurnal obshchey khimii, 1959, Vol 29, Nr 6, pp 2088-2092 (UssR) 


ABSTRACT: In the reaction of the oxidizing chlorophosphination of hydro- 
carbons and their derivatives the C-P-linkage results; at the 
same time acid chlorides of corresponding alkane-phosphinic 
acids are formed. The reaction was carried out by halogen 
substituted paraffin hydrocarbons and by halogen olefins. The 
oxidizing chlorophosphination of alkoxy substituted hydro- 
carbons of ethers (Refs 1,2) is also possible. In the present 
paper the authors analyzed the reaction of phosphorus tri- 
chloride and oxygen with cyano substituted paraffins (nitriles 
of carboxylic acids). It was shown, that the oxidizing chloro- 
phosphination of nitriles may proceed in two directions. The 

Card 1/3 acid nitriles with 4 and more C-atoms per molecule form acid 
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‘synthesis of Organo-phosphoric Compounds From Hydro- SOV/79-29-6-68/72 
carbons and Their Derivatives. XI. Oxidizing Chlorophosphination of Nitriles 


chlorides of the cyan alkane phosphinic acids CHL, (CN)P(0)c1,, 


i.e. of compounds containing a C-~P-linkage. The first links of 
the nitrile series (acetonitrile, propionitrile), as well as 
benzonitrile, form in the reaction with Bal and O55 compounds 


which contain the P-~N-linkage, i.e. derivatives of acid chlo- 
rides of the imido-N-phosphoric acids, which correspond to the 
formula RCC1==NP(0)C1,. Acid chlorides of the cyanopropane and 


the cyanobutane-phosphinic acids have been synthesized. Two 
acid chlorides of the imido-N«phosphoric acid have been obtained 
whose structure corresponds protably to the formulas 
CoH.CC1==NP(0)C1, and CH.CCl==NP(0)C1,. The acid chloride 


of the imido-N-phosphoric acid, which is formed from ageto- 

nitrile, could not be separated in pure state. For the nitriles 

of carboxylic acido, which contain more than three C-atoms, the 

oxidizing chlorophosphination is carried out according to 

scheme (1), and for the acetonitrile, propionitrile, and benzo- 

nitrile according to scheme (2), and leads to the P-N-linkage. 
Card 2/3 The spectroscopic analyses have been carried out “by 
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Synthesis of Organo-phosphoric Compounds From Hydro- 
carbons and Their Derivatives. 


SO0V/79-29-6-68/72 


XI. Oxidizing Chlorophosphination of Nitriles 


N. P. Rodionova, S. S. Dubov, and V. V. Fedotova. There are 
1 table ana 5 Soviet references. 


SUBMITTED: March 3, 1958 
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KARPOV, O.N.; BYSTROVA, R.M. 


Icdochloronmetric determination of styrene and indene, Zhur. 
anal, khim, 18 no,11:1390-1391 N '63, (MIRA 17:1) 


1. Vsesoyuznyy nauchno~issledovatel'skiy institut khimicheskikh 


reaktivov 1 osobo chistykh khimicheskikh veshchestv, Donetskiy 
filial, ; ‘ 
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BYSTROVA, T. A. 


BYSTROVA, T. A. -= "Pathomorphological Changes in Certain Portions of the 
Nervous system in Cases of Hoof-and-Mouth Disease of Young Pigs." 
Min Higher Education USSR. Saratov State Zootechnical-Veterinary 
Institute. Saratov, 1955. (Dissertation for the Degree of Candidate in 
Veterinary Sciences, ) 


So; Knishaya Letopis' No 3, 1956 
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Abst Journal: Referat Zhur - Mekhanika, No 2, 1957 2009 
4 


Author: Hystrova > T. A. 


Institutions Nene 


Title: Isveaticats 
Plies gation of a Regenerator-Recuperator in Non-Stationary Heat 


Original 
Periodical: Sb. statey Mosk. vyssh. tekhn. uch-shcha, 1955, 53, 21-h6 


A ° 
bstract3 sete era's investigation of the hydraulic resistance and of de- 
babe a aoe were made under varying conditions in an ap- 
lee Leary e most- effective fitting of copper wire was se- 
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a AEROV, M.E.;BYSTROVA, 7.4. 


Grid Plates as compared with bubble plates and fractionating column 


packings. Khim, nauka i prom, 2 no.1:97-101 '57, (MIRA 10:4) 
(Distillg¢ion apparatus) 
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AEROV, M.E.;~BYSTROVA, T.A.; DAROVSKIKH, Ye.P.; SUMSHIK, L.Ye. 


Tubular plates; hydraulic resistance, effectiveness, and heat transfer 
Khim.eprom. noel:62-66 Ja-F '60. (MIRA 13:7) 


1. Nauchno-issledovatel'skiy institut sinteticheskikh spirtov i 
organicheskikh produktov. 

(Plate towers) 

(Heat--Transmission) 
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KLIMENKO, Aleksandr Petrovich; BYSTROVA, T.A., red.; LUK'YANOV, P.I., 
red.; YEFREMOVA, T.Do, v8d. rede; BASHMAKOV, G.M., tekhn. red. 


[Production of ethylene from petroleum and gases] Poluchenie etile- 
na iz nefti i gaza. Moskwa, Gostoptekhizdat, 1962. 234 p. 

(MIRA 15:7) 
(Ethylene) (Petroleum—Refining) 
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SUM-SHIK, L.Ye.; AEROV, M.E.; BYSTROVA, T.A. 
Hydrodynamic calculation of columns with nonoverflowing plates, 
Khim.prom. no.7:530-532 Jl '62, (MIRA 1539) 


(Plate towers) 
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SUM-SHIK, L.Ye.; AEROV, M.E.; BYSTROVA, T.A, 


Mgtrainment and hydraulic calculation of columns with nonover- 
flowing plates. Khim.prom. no.1:63-68 Ja '63. (MIRA 16:3) 
(Plate towers) 
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 Aerov, M, E., Doctor of Technical Sciences, Bystrova, Ts A., Candidate 
of Technical Sciences, and Zelentsova, N. I., Engineor; Klimenko, A. 
. Pey Candidate of Technical Sciences, Cheglikov, A. G. » Candidate. of’ 
- Technical Sciences, and Kostyuk, V. I., Engineer 


TITLE: 2 in experimental study of contact heat exchange 
an Ah wae i ie Sees, Oe ee 
PERIODICAL: holodiltnaya tekhnila,,no. 1, 1963, 37-40 


TEXT: To study contact heat exchange, the authors investigated packed. evaporators 
and condensers and developed apparatus which used these devices. The systems studied 
were: an aqueous solution of calcium chloride - boiling propane and an aqueous solu=- | 
tion of. calcein chloride~boiling butanee ‘the basic part of the apparatus was a con- 
tact evaporator which was a scrubber filled with ceramic packing of 17x17 x4m ~_ 
Raschig wingss The temperature difference in the apparatus was 1-39. Values of the oe 
heat transfer coefficient, 3,000 to 10,000 keal/m? per hour, obtained here in the up. 
per zone'of the evaporator were lower than those obtained in industriel foaming ~ 
apparatui, due to lower steam velocities. == = : : 
moe Contact heat exchange in condensers was also proposed to improve effectiveness - Ea 
of refrigeration equipment. . This scheme permitted elimination of tube heat exchangers. .- ‘J 
Card lof 2°. & race neo > Pate ae ae ee: 
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_ ‘An expertmental etudy ese 
and replacenient of ammonia by propane at about V9 the cost. Compressed propane was - : 
upward against a flow . ~~ 


: of- propane in water under ordinary working -. _- 
conditions (pressure of 11 to 12.atm, temperature of 30°) was 0.5 x 1072 kg per ke o-oo 
~ of water. Iosses of propane from water in the aqueous condensate were about 5 x 1073 a 
_kg per kg of' circulating propane. Equilibrium concentration of water in Liquid préo- > 
~. -Pane was 0.14 x 1073 kg/kg. ‘Two figures and one table were given. English Jlanguage >. 
». references: L. Garwin and B. D, Smith, Chem, Engng Progress, 1953, no. Ls T. Woode =: . 
ward, Ibid., 1961, no. 1; G. Karnofsky, Ibide, 1961, no. 1; W. G. Knox, T, Hess, Ibid.,': 
1961, no. 23 We Fs Hoot, ‘Petrol. Refiner, vol. 30, noe 93 1961, D. S. Davis, Chem. : an 
‘Process Engng., 1960, vol. 42. no. 2. ra: , ; Lae 
i. 13; ASSOCIATIONS: Nauchno~issledovatel'skiy institut sinteticheskikh s 
IE ede, cheskikh produktov (Scientific Research Institute for Synthetic Alco 
eae Ramee ~ hols and Organic. Products) (Aerov, Ms Es; Bystrova, T. Ass Zelentsova, 
Ne Ie)3 Institut ispol!zovaniya gaza AN UleSSR (Institute for the Util- 


eae of Gas, AS, UkeSSR) (Cheglikov, A. G.3 Klimenko, A. Pes Kostyuk: 
VY. I. pene Bas , : : oe en 


piritov i organi~ 
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AEROV, M.E,3 BEREZHNAYA, K.P.; BYSTROVA, T.A.; BERGO, B.G.; 


Hydraulic and mass transfer in the intertubular space of a 
heat-exchange column. Khim.prom. no.9:703-705 §S '63, (MIRA 16:12) 
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BYSTROVA, T. A., Cand Med Sci -- (diss) "On the Action of Small 
Concentrations of Sulfuric Gag: upon the.Organism." Mos, 1957. 
11 pp (1st Mos Order of Lenin Med Inst im I. M. Sechenov), 200 
copies (KL, 51-57, 9h) 
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wt 


ror 


e Aspects of ‘the. Action of Sulfur Dioxide Determined. by 


ng the Method of Tagged Atoms," by T. A.: Bystrova, Chair. 
of Public Hygiene, First Moscow Order of Lenin Medical Insti- 


tute imeni I, M. Sechenov, Gigiyena i Sanitariya, Vol 22, No 


2» May 57, pp 30-37 


‘taining radioactive sulfur dioxide $350... The results of the experiments. 
were as follows: (1) on the inhalation of the radioactive sulfur dioxide, 


the sulfur products of its transformation were rapidly carried by the 
blood to all parts of the body and retained in the organs for considerable 


periods of time, up to 11 days, the length of the time depending on the 
concentration of the gas in the air; (2) the distribution of the gas in 
the organs was uneven, with the greatest concentration taking place in 
‘the lungs; (3) repeated inhalations of the gas caused the sulfur-contain- 
‘ing products to accumlate in the blood and organs; and (4) the fact of 
the accumulation of sulfur products in the organism led to the assump- 
tion that the daily inhalation of. the gas even in small quantities may 
cause the development of pathological phenomena in the organism. (U) 


ee 43g 7 
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: <_BYSTROVA, T.A. 
Materials on the effect of sulfur dioxide on the body. Trudy 
l-go MMI 5:85~-99 159, (MIRA 13:8) 


Ee Iz kafedry obshchey gigiyeny (zav. = prof, A.I, Pekhonychev) 
1-go Moskovskogo ordens, Lenina meditsinskogo instituta im, 
I.M. Sechenova, 

(SULFUR DIOXIDE--TOXICOLOGY) 
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8/019/60/000/019/026/102 
A152/A029 


AUTHORS ; Aerov, I.E,; Bystrova, T.A.; Zelentsova, N.I.; Klimenko, A.P.s 
Mogil'nyy, vV.IG; Pia onov, V.M,;  Fisun, V.M.; Cheglikov, A.G. 


TITLE: A Method of Separating Hydrocarbon Gases 
PERIODICAL: Byulletent izobreteniy, 1960, No, 19, Pp. 25 7 
TEXT: Class 17g, 29]. No. 1322h6 (650987/23 of January 16, 1960). This 


method of separating hydrocarbon gases by low-temperature rectification is dis- 
tinguished by the following special feature; condensation of the gases out of 
the mixture is carried out by bringing them into contact with a low-temperature 
cold-conductor insoluble in them, 
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BORODULINA, N.A., prof.; BYSTROVA, T.A,, assistent 


ee Roce a re ae 
Effect of the feeding of urea on morphologic changes in the 
organs of sheep and calves, Trudy SZVI 11:231-237 '62, 
(MIRA 16:7) 
(Urea as feed) 
(Sheep—Feeding and feeds) 
(Calves—Feecing and feeds) 
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STROVA, T.D. 
Regimen in pediatric hospitals and role of nurse according to Pavlovian 
theory. Med. sestra, Moskwa Ho.1:24-26 Jan 52. (CIML 21:4) 


1. Senior Nurse, 2. Of Smol'ninskiy Rayon Children's Hospital (Head 
Physician~-A.I. Stepancva; Scientific Supervisor—L.S. Kucher), lenin- 
grad. 
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BYSTROVA, T.G, [Bystrova, T.H.]; FEDORW, F.I. [Fiodarau, F.I.] 


Elastic properties of cubic crystals, Vestsi AN BSSR, 
Ser. fize-mat nav. noel235-48 '65. (MIRA 1921) 
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L 38513-66 FE EWNT(d)/EWT(1)/EWT(m)/T/EWP(t)/ETI IdP(c) JID/WW 
ACC NR: AP6018764 . SOURCE CODE: UR/0070/66/011/003/0368/037h 
7 


a 


AUTHOR: Fedorov, F. 1.3 Bystrova, Te G. 


Speen. 6 


ORG: Institute of Physics, AN BSSR (Institut fiziki AN BSSR) 
TITLE: Debye temperatures for cubic crystals 

30URCE: Kristallografiya, v. 11, no. 3, 1966, 368-37) 
TOPIC TAGS: Debye temperature, cubic crystal 


spstract:\ Using generalized formules, the area presents calculations 
of the Debye temperature 0 for 82 cubic c stals|those elastic constants 
are Imown. These results are compared with experimental data and with 
the ‘results of calculations by other authors, witb good agreement. In 
general, the characteristic Debye temperatures close to absolute zero 
depend only on the elastic constants of the crystals and can be written 
in the forms: - . 
Om CIV 4, =, (4): 


where C is oxpressed in terms of the Boltzmann snd Planck. elastic 
constants — 
= sey = 135,78, (2) 
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L 38513-66 
“ACE APEC, 


The method of calculation used starts with the approximate expression 
, oes aay 7% 
1001 } + 


evn {1 = ae 57,2(4 — ro) +. 0,575 — re(7,.2 — 6.7r2))}. (3) 


y= ah{ 2+ rare] O,trs(4— 040674) + 


If we limit ourselves to terms not 


{a- (0,17ry -+- 0,267.3 +- 4,487, + 5,72r,6) — 


Ty os Ty + 
: 10041 (4) 


— e778(0,47r2 + 0,772? + 5,86r3 — 5,28r2!)]. 


Here r, = c./a; rp = c,/b; r= o/c; r, = b/as ro = b/e; a= oc, + 0.2¢33 
=e, +O. C35 c=a 2 bs cf, Co> and are expressed in terms of the 
usual elastic“constants of the cubic eryStals, and the density in the 
following manner: . bi eg Ci ba Bean 
eS oe oe ae rae (5) 
Results of calculation with Equation (3) and (4) are shown in extensive 
tables. (rig. art. has: 5S formulas and 2 tables. 


SUB cong: _20/ SUBM DATE: llApr65/ ORIG REF: 012/ CTH REF: 037 
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BYSTROVA, ¥ kand. ned, nauk 
Nene 


Study of the incidence of disease with temporary disability among 
machinetractor station workers, Zdrav.Rus. Fed. 1 no.7216-21 J1 '57. 
(MIRA 12:12) 
1, Iz inetituta organizatsii zdravookhraneniya i istorii meditsiny 
4meni N.A. Semashko (dir. Ye.D, Ashurkov) Ministerstva sdravookhra- 


neniya SSSR, 
(MACHINE-TRACTOR STATIONS--HYGIENIC ASPECTS) 
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RYETICys, Vy A 
Wnynerience of the study of morbidity with temporary loses cf vor 
capacity of the machine-end-tractor service stations and Felkhes 
workers." 


renort submitted et the 13th All-Union Conrress of Hyrienists, Enidemiologists 
snd Infeetionists, 1959, 
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Sac ee VeAey kand meditsinskikh nauk ae 
Stillbirth and infant mortality in the first week 
: of life; 
mortality. Sov, zdrav. 19 no.6:78-81 160. (an 155) 


es 


1. Iz Instituta organizatsii zdravookhraneni 
i 
im. N.A. Semashko (dir. Ye.D. Askhrkov), itera ce! 
(INFANTS=-MORTALITY ) (STILLBIRTH) \ 
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__ BYSTROVA, V.A.; RUSAKOVA, V.P. 
Degree of accuracy in medical registration of the causes of 
death. Zdrav, Res. Feder. 7 no.9:33-37S '63, (MIRA 16310) 


1. Iz otdela sanitarnoy statistiki (rukovoditel! Ye.A. Sadvokasova) 


Instituta organizatsii zdravookhraneniya i istorii medits 
N.A. Semashko (dir. P.I, Kal'yu), si 
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DYST£PoVA Vv. 4 

USSR/General Problems of Pathology - Pathophysiology T-) 
of the Infectious Process. 


Abs Jour : Ref Zhur - Biol., No 1, 1958, 30h2 


Author :  Bystrova, V.V. 
Inst FT 
Title : The Effects of Hindrance of the Central Nervous System 


Activity on the Development of Pneumonia Foci in Experi-~ 
mental Sepsis. 


Orig Pub : V sb.: Tr. Vses. konferentsii Patologoanatomov. M, 7 
Medgiz, 1956, 173-176 


Abstract : Sepsis in rabbits was caused by an intravenous injection 
of 1 billion per 1 kg of body weight of Group III 
Pneumococci. Administration of 2 g/kg of bromine resul- 
ted in a more rapid and severe development of the infec- 
tious process. 


Card 1/1 
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mts fi ae . 
ODS TE PP nf | 
GIRGOLAV, S.S., professor; BLINOV, H.I., professor; BAIAKIWA, V.S., 

professor; KEMBL' HITSKIY, O.K., kandidat meditsinskikh nauk; 
BRIGEMUIK, Ye.V., kandidat meditsinekikh nauk; BOYKO, B.K., kandidat 
meditsinskikh nauk; BORA oNoZ.,..kandidat meditsinskikh nauk; 
VIASOVA, Z.A., kandidat meditsinskikh nauk; ANTIPINA, A.N., nauchnyy 
sotrudnik 


Petr Vasil'evich Sipovekil. arich.pat. 18 no.8:131-132 '56, (MLRA 10:2) 


1. Deystvitel'nyy cheln AMM SSSR (for Girgolav). 2. Direktor 
Institute usovershenstvovaniya vrachey imeni S.M.Kirova (for Blinov). 
3. Direktor Mauchno-issledovatel'skogo instituta travmatologii i 
ortopedii (for Balakina) y 

(SIPOVSKII, PETR VASIL'BVICH) 
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ZAYTSBVA, G.I., kandidat meditsinskikh nauk; BYSTROVA, V.Y.3 HALYUBINA, G.A. 
Visceral condidomycosis in children. Pediatriija 39 no.3356~62 
My~Je '56, (MLRA 9:9) 


1, Iz filiala kafedry pediatrii (zav, - dotsent G.I.Zaytsev) i 
kafedry patologicheskoy anatomii (zav. - prof. P.V.Sipovskiy) 
Leningradakogo instituta usovershenstvovaniya vrachey imeni S.M. 
Kirova (dir. ~- prof, N.I.Blinov) 
(MONILIASIS, IN inf, and child etiol. and pathogen. 
antibiotics, in child.) 
(ANTIBIOTICS, inj. eff. 
moniliasis in child.) 
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BYSTROVA, V.V 
Effeet of streptomycin treatment on the phagocytic activity of 
connective tissue histiocytes. Eksp. i klin. issl. po antibiot. 
1:241-245 "58, (MIRA 15:5) 

(STREPTOMYCIN) (PHAGOCYTOSIS ) : 
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BYSTROVA, V.V. 


——_——oee 
—— 


Morphological characteristics of the toxic a 


C ction of chlortet 
(blomycin). Eksp. i klin, po antibiot, 1:281-290 158. (MIRA ey a 
(AUREOMYCIN—TOXICOLOGY). 
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BYSTROVA, V.¥e, SOKOLOV, S.Se 


—- "Norpholcgical characteristics of wound healing processes in radia~ 
tion sickness. Med.rad. 3 n0.5:71-77 S-O '58 (MIRA 11:12) 


1. Is kafedry patologicheskoy anatomii (sav, - prof. P.V. Sipovek 
i 3+-y khirurgicheskoy kliniki (sav. - prof. N.I. Blinov) allay aL 
instituta dlya usovershenstvovaniya vrachey imeni S.M. Kirovae 
(ROENTGEN RAYS, eff; 
on exper. wds. healing (Eus)) 
(WOUNDS AND INJURIES, exper. 
eff. of x-rays on healing (Rus)) 
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LOGINOV, A.V.; BYSTROVA, V.V.; VOLYNSKAYA, S.L.; DUMOVA, A.M.; OVCHAROV, V.c. 


Pharmacological properties of antibiotic 26/1. Ekap. 4 klin, ine). 
po antibiot. 2:268-273 '60, (MIRA 15:5) 


(ANTIBIOTICS) 
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_BYSTROVA, V.V., kand.med,nauk; -TIMOFEYEVA, G.A., kand.med.nauk 
Colimycin in the treatment of colienteritis in children, 
Vop. okh, mat, i det. 5 no, 2:28-33 Mr-Ap '60, (MIRA 13:10) 


1, Is Leningradskogo nauchno-issledovatel'skogo instituta antibiotikov 
(direktor - A.V. Loginov) i kafedry infektsionnykh zabolevaniy u 
detey (ispolnyayushchiy obyazannosti zaveduyushchego = dotsent 
A.T. Kuz'!micheva) Gosudarstvennogo pediatricheskogo meditsinskogo 
instituta, 

(INTESTINES—-DISEASES ) (ANTIBIOTICS ) 
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.BYSTHOVA, V.V.3 DOBROMYSLOV, V.V.; YELINOV, N.P.: ZATi . 
BYSTHOVA, V.Vo5 »V.Ve3 .P.3 ZATKINA, N.A.; KONDRAT'YEVA 
SHH; MEDVEDKOVA, A.A.; SILUYANOVA, eA; FROLOVA, MLA. ‘ 


Study of the antifungal properties: and chemotherapeutic activity of 
antiblotic 26/1, Eksp, i klin. issl. po antibiot. 2:289-295 '60, 
- (MIRA 15:5) 


(ANTIBIOTICS) 
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ANISIMOVA, N.A.; BYSTROVA, V.V. (Leningrad) 
p SMV As Nee! 


Adencmatosis of the lungs with malignant degeneration. Arkh.pat. 
23 no.5374-76 ‘61. (MIRA 14:6) 


1. Iz Leningradskogo nauchno-issledovatel'skogo instituta anti- 
biotikov (dir. - dotsent A.V. Loginov), 
(LUNGS--CANCER) 
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YELINOY, N.P.; BYSTROVA, V.V. 


Cause of possible death of rabbits in immunization with yeast 
organisms. Zhur.mikrobiol.epid.i immun. 32 no.1:68-73 Ja '6l. 


(MIRA 14:6) 
1. Iz Leningradskogo nauchnoOissledovatel'skogo instituta 
antibiotikov. . ae 
(YEASTS) (SERUM) 
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BYSTROVA, V.V. 


—. 


Effect of gome antibiotics on the course of aseptic inflammation. 
Antibiotiki 7 no.1:52-56 Ja '62. (MIRA 15:2) 


1. Laboratoriya fiziologii i farmakologii Leningradskogo nauchno- . 
issledovatel'skogo instituta antibiotikov i laboratoriya patomorfologii 
infektsiy Instituta eksperimental'noy meditsiny AMN SSSR. 

(ANTIBIOTICS (INFLAMMATION) 
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LOGINOV, A. V.3 DUMOVA, ALM; BYSTROVA, V.V.3; STREL'NIKOV, Yu. Yee; 
VOLYNSKAYA, S.L. Reet RS ica is 


Pharmacological properties of soluble sodium salts of nystatin 
used for inhalations Antibiotiki 8 no.72625=631 J1'63 
(MIRA 17:3) 


1. Laboratoriya fiziologii i farmakologii Leningradskogo in= 
stituta antibiotikov, 
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BYSTROVA, V.V.s STLUYANOVA, N.Acs OVCHAROV, V.G. 


Aerosol administration of the sodium salt of nystatin in the 
treatment of pulmonary candidiasis in rats. Antibiotiki 8 
N0032261=267 Mrt63 (MIRA 1724) 


1. Leningradskiy nauchno=issledovatel'skiy institut anti- 
biotikov, , 


02-7" 
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Le e weweA nes 
| : ACCESSION NR; APLO34553 20/6355 /05/szn piss 


_ 7 oh 8/0020/64/155/005/1220/1223 : 


| ‘TITIE: The effect of : a ‘ : | 

I ee -light on the phosphorus metabolian of Protococcal algae 
“ : R. } | 

: Doklady*, Ve 155, 2R0< 50 196k, 1220-1223 | 

| 

i 


|| TOPIC ‘TAGS: light effect, phoophorus metabolie: 
| Odliquus, acta soluble pho tag sce »_ Pro smus 
Sphoru compound, acid’ tococcal algae, Scenede 
? insoluble Phosphorus ¢ 


_ Polyphosphate, labeled Phospho pho Gupound 
Phospholipid, nucleoprotein, Photjhoproteda. entiation, motosynthesis, 
; 2 2 © acid 


“Work by the first-menti, 
; oned autho 
‘ gulted in a Te Long exposure 
i Content of acid~insoluble (trichloreaneee” aye algae had ree ; 
' dsolated and studied weg Of Polyphos tion 
|; tion in the polyphosphates a nied determining ign east 32 ab ae 
' telns, hucleini the Stable Phospho uced, P absorp- te 
C acids), and in sme pg (nucleoproteins, Phosphopros |; 
Pids as well 


| , e e 
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; lets in darkness md sree? are tabulated and figured, Total p32 stake 
' exposure, and 3 7% prrdiaay aila much more 60 under light, by 9-37% Len 
f assimilated 39-114 F 92 min. exposure. More labelea than oe co 
| li the acd Pdeotie oo pied sssimilation with longer light exposure na tee 
|) |) Changes 4n the former Riveiced act & relative decrease of that in soluble compound 
1 |) 50-2506 under aight mainly the polyphosphate fraction which do . 
| || and 80-858, end occaseionally 10d se emis wen At attained 38-136 of total | 
| i in the older cultures (24-29 Fiore gs ome piespber uy, This activity'vas higher | 
|) Mereased under light, but reached only 5-10% ied of te Olipias ales 
1i it of the Bolyphosphate. The | 
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METALLURGICAL LETERATUME CLASSIFICATION 


The causes and mochaniam of an increased cation ex- 
change ic various soils after Ca(OH), treatment. A. 
Th. Tyulin and if. M; Fs rere 2nd Intern, Congr. 
Sod Sci., Leniti ed 107(1833)(in English). — 

A review and catended discussion of lab. expts. with 
vurious puils antl artificial ges, from which it is concluded 


* that increase iu: cachange Capacity following Ca(OH); 


treatment is due principally to activation of ‘‘coagels” 
formed by the inutual gee of oppositely charged sols, 
sractively charged clay and positively charged 
hag. is pasalve gel can again acquire a neg. 
charge eit upon Ca(Oli)s treatment Cat’ is adsorbed, 
tu be released sulecquently by sebar ens with other cations. 
Thirty-six referctiors. m + J. Schollenberger 


210% SRC gy weRSD 
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BYSTROVA, Ye. Ma: 


BYSTROVA, Ye. M.: "The clinical aspects and therapy of sutacute- 
progressive forms of hematogenic-disseminated pulronary-pharyn-geal 
tuberculosis on the southern coast of the Crimea". Yalta, 1955. 
Crimean State Medical Inst imeni I. V. Stalin. (Dissertation for 
the Degree of Candidate of MEDICAL Sciences) 


SO: Knizhpiaya Letopis' No. 51, 10 December 1955 
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ZAV'YALOV, K.D.; BURTSEV, P.N.; BYSTROVA, Ye.S. 


Results of tests of hydrometric weights in mountain rivers. Trudy 
GGI no.106:123-130 '63, (MIRA 16:8) 
(Hydrometer—Testing) 
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_..BISTROVA, Ye.S. 


General accuracy of measuring water discharge with a flowmeter 
in mountain rivers, Trudy GGI no.106:5-35 '63. (MIRA 16:8) 
(Steam measurements) 
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BYSTROVA, Yu.A. 
errata a2 ey 


I ale al heat 


State of ocular accomodation in radiotherapy. Med.rad. 8 
NOe2219-23 F463 (MIRA 16:11) 


1. Iz TSentral'nogo nauchno=issledovatel'skogo instituta medi+ 
teinskoy radiologii Ministerstva zdravookhraneniya SSSR, 
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BYSTROVA, Yu.A. 


Reactions to radiation action and injuries of the eye during 
radiotherapy of skin cancer of the face and eyelids. Med.rad. 
no.6217=22 "61. (MIRA 15:1) 


1. Iz TSentral 'nogo nauchno-issledovatel'skogo instituta medi= 
tainskoy radiologii sterstva zdravookhraneniya SSSR, 
(EYELIDS—CANCER) (FACE--CANCER) (RADIOTHERAPY) 
(EYE—WOUNDS AND INJURIES) 
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SYCHEVA, Z.F.; BYSTROVA,, ZeAs 
OE, 


fect of low soil temperature on the absorption of ash 
elements and nitrogen by plants. IsveKar.i Kol’. fil.AN SSSR 
nN0.4+:68-75 "59, (MIRA 13:5) 


1. Institut biologii Karel'skogo filiala AN SSSR, 
(Plants--Assimilation) 
(Soil temperature) 
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SYCHEVA, Z.F.; BYSTROVAs Zahs_ 


Effect of soil. - temperature on phosphorus assimilation by plants. 


Trudy Kar. f41. AN SSSR no.28:31-39 "60. (MIRA 14:9) 
(Plants, Effect of soil temperature on) (Pantnc<Asadntuatton) 
Phosphorus 
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KOROVIN, A.1.; SYCHEVA, Z.F.3 BYSTROVA, ZA, 


Effect of soil temperature on phosphorus assimiliation by plants, 
Dokl, AN SSSR 347 no. 2:458-461 Mr '61, (MIRA 14:1) 
si 


1. Institut biologii Karel'skogo filiala AN SSSR, Predstavleno 
akademikom A.L. Kursanovna, 
(PLANTS—ASSIMILATION) (PLANTS, EFFECT OF SOIL TEMPERATURE ON) 
(PHOSPHORYS ) 
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SYCHEVA, 2.F.5; BYSTROVA, ZA. _ 


Effect of soil temperatures on the uptake of ash substances and 

nitrogen by individual crops. Trudy Kar.-fil. AN SSSR no.29:16— 

21 '61. (MIRA 1522) 
(Soil temperature) (Nitrogen) (Plants—-Assimilation) 


APPROVED FOR RELEASE: 06/09/2000 CIA-RDP86-00513R000307930002-7" 


"APPROVED FOR RELEASE: 06/09/2000 CIA-RDP86-00513R000307930002-7 


KOROVIN, A.I.; SYCHEVA, Z.F.; BYSTROVA, Z.A. 


Effect of soil temperature on the content of various forms of 
phosphorus in plants. Fiziol. rast. 10 noe2:137-14l Mr=Ap '63. 
(MIRA 16:5) 


1. Vostochno-Sibirskiy biologicheskiy institut Siberskogo otdeleniya 
AN SSSR, Irkutsk. 


(Plants, Effect of soil temperature on) 
(Plants, Effect of Phosphorus on) 
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SYCHFVA, ZoF.3 BYSTROVA, 2u4 
‘eel ~ % a . i = 
Effect cf soil Lemperature cn the content of verisus traea ar 
i 


phosphorus oomrowds fn plants, Tidy Kar, (5 All “Saar 
ba oe ihe Led ic ae : aes 
NORMAN bs, (MIRA 103) 
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LEVITIN, I.A.; POLOSKIN, Yo.N.; BYSTROVA Z.l.; LADYNINA, E.F.; DORONINA, T,P. 
Intensifying the production of resorcinol. formaldehyde 
= solutions 
ne latex impregnation compounds. Kauch.i rez. 21 no.w1:47-49 Ja 
: (MIRA 15:1) 


1. Moskovskiy shinnyy zavod. 
. ‘(Tire fabrics) 
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BYSTROICROV, AL 3. Cand, Georraph. Sei. 


Dissertation: Problems cf tiliging the Natural Food Resowess of “Norther 


- ee y Ales: 4 7 A e Theat 2 fa ee rine Cae i * + 
the dxample of Alcolins: Gblast)." Inst, of Seorrarhy, texd. Jed. 


S50: Vechernyava “foskva, Vov, 1947 )Project #17736) 
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FEYGIN, Ya.G., doktor ekon.nauk: VILENSKIY, M.a., kand.ekon. nauk: 
OMAROVSEIY, A.G., kand.ekon.nauk; LIVSHITS, R.S., doktor ekon,nauke 
CHUGUNOY, 3,I,, kand,ekon,nauk; SHOKIN, N.A., kand,ekon, nauk; 
IOFFE, Ya.A.; VARANKIN, V.¥., kand,ekon.nauk; ROZENFEL'D, Sh.b., 
kand.ekon.nauk; KORNEYEV, 4.M., doktor ekon.nauk: OPATSKIY, L.Y., 
doktor ekon.nauk; VASIL'YEY, N.V., doktor ekon.nauk: RUDENKO, N.A., 
kand,ekon,nauk; BYSTROZOROV, A.5., kand.geogr.nauk; POPOVA, Ye.I., 
kand,ekonsnauk; KRUTIKOV, Y.P., kand.googr.nauk; BAKOVETSEAYA, Y.S., 
red,izd~va; SHEVCHENKO, G.N., tekhn.red, 


(Special features and factors in the distribution of branches of 
the national economy of the U.S.S.R.] Osobennosti i faktory 
Yagmeshcheniia otraslei narodnogo khoriaistva SSSR. Moskva, 1960. 
692 p. (MIRA 14:3) 


1. Akademiya nauk SSSR, Institut ekonomiki. 
(Economic zoning) 
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TARKHOVA, Tamara Wikolayevna; BYSTROZOROV, Igor' Semenovich; ZHEMAYTIS, § 
red.; KOVALEV,.A,, tekhn. red. 0 ores oe 


[Machine-tractor station schools} Shkol'nye MTS. {Moskva} Izd-vo 
TsK VLESM "Molodaia gvardiia," 1957. 20 p. (MIRA 10:12) 


1. Direktor Yelizavet inskoy aredersy shkoly Gatchinskogo rayona 


Leningradskoy oblasti (for Tarkhova). 
(Machine-tractor stations) 
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KOSICHENKO, L.P.3 BYSTROZOKOVA, M.S. 


Duration of nucleus cycle in the marrow cells of irrad 


-Radloblologia 4 no.6:818-821 "64, {sted monkeys. 


(MIRA 18:7) 


1, Institut eksperimental' noy patologii i terapii, Sukhumi, 
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BYSTRUSHKIN, N.Ye. 


Machine for binding cerrugated bexes wit 
Prem. 14 ne.lz22 Ja '59, Se eee (MIRA 1211} 


1,fyazhinskiy zaved Belechnykh konsery, 
a ov Kemerevskey obl . 
(Canning indus try--Equipmest and suppli ey my 
(Packing fer shipment) 
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Develop efficiency work. Den,i kred. 15 no.11:62-63 159, 
(MIRA 10:12) 


(Banks and banking) 
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he sete Ato ae 
In the Commission for Efficiency Suggestions of the State Bank 
Administration. Den. 1 kred. 16 no. 7:95 Jl '58, (MIBA 11:7) 


(Machine accounting) 
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Y DIT ANON g Baeee 
In the Commission on Efficiency Suggeations of the State Bank 
Board of Directors. Den. 4 kred. 16 no.8:94~95 Ag '58, 
(Banks and banking) (MIRA 11:9) 


APPROVED FOR RELEASE: 06/09/2000 CIA-RDP86-00513R000307930002-7" 


"APPROVED FOR RELEASE: 06/09/2000 CIA-RDP86-00513R000307930002-7 


DURASOV, A.S., kand.tekhn.nauk; KRYLOV, N.A., kand. tekhn.nauk; 


BYSTRYAKOV, V.Ya., insh.; YEGOROV, W.I., inzh.; SAKHM, G.I., 
inzh.. 


Mobile electronic acoustical and radionetric laboratory. 
Biul.tekh.inform. po stroi. 5 no.ll:14-16 WNW '59. 
(MIRA 13:4) 
(Building materials--Pesting) (Radiometer) 
(Electronic instruments) 
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